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MEMORANDUM FOR: Deputy Director (Support) 

SUBJECT: Proposed Relocation of the^^^H Radio 25X1 A6A 

Receiving Station 


A staff study regarding the subject is attached. If 
you concur, approval of the recommendations will be appreciated. 


25X1 A9A 


Attachment 
(Staff Study w / 

25X1 A6A ca *> le to JBI 

attached) 
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